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1.  West  Front,  not  begun.  7.  Baptistery,  tentative. 

2  Nave,  foundation  laid.  8.  Choir  Sacristy,  not  begun. 

3!  Crossing.  9.  Offices,  not  begun. 

4.  North  Transept,  not  begun.  10.  Choir. 

5.  South  Transept,  not  begun.  11.  Sanctuary. 

6.  Altar  Sacristy,  not  begun.  12.  Ambulatory. 

Seven  Chapels  of  Tongues : 

13  Chapel  of  St.  James.  16.  Chapel  of  St.  Saviour. 

14  Chapel  of  St.  Ambrose.  17.  Chapel  of  St.  Columba. 
15.  Chapel  of  St.  Martin.              18.  Chapel  of  St.  Boniface. 

19.  Chapel  of  St.  Ansgarius. 

Cathedral  of  St.  John  the  Divine,  New  York  City,  Plan. 


